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LIMITED OFFICIAL USE KADUNA 0082 

E.O. 11652: N/A 

TAGS: BGEN, NI 

SUB J : NEW KANO HOSPITAL 

REF: STATE 16761 

1. KANO STATE MINISTRY OF HEALTH OFFICIALS INFORM US 

THAT PLANS ARE BEING DEVELOPED FOR A NEW TEACHING HOSPITAL IN 
KANO, POSSIBLY AS PART OF A NEW KANO UNIVERSITY. PROJECT IS 
APPARENTLY MUCH FAVORED BY STATE GOVERNOR BAKO BUT OPPOSED AT 
THIS TIME BY MINISTRY OF HEALTH. MIN. OF HEALTH REGARDS DEVELOP- 
MENT OF RURAL HEALTH FACILITIES AS HIGHEST PRIORITY WITH 
TEACHING HOSPITAL RATHER LOW ON PRIORITY LIST. 

2. AS A RESULT OF THEIR OPPOSITION. MIN. OF HEALTH OFFICIALS 
HAVE TO LARGE DEGREE BEEN CUT OUT OF PLANNING FOR HOSPITAL. 

WE INFORMED THAT MIN OF WORKS PERM SEC IS BEST INFORMED RE 
STATUS OF HOSPITAL PLANS. CONSULATE EXPERIENCING DIFFICULTY 
IN CONTACTING WORKS PERM SEC. BUT WILL REPORT ANY ADDITIONAL 
INFO WE CAN DEVELOP ASAP. 

3. IN INTERIM. BELIEVE U.S. FIRM WOULD BE WELL ADVISED TO CONTACT: 
ALHAJI MUSA WAZIRI 

PERMANENT SECRETARY 
MINISTRY OF WORKS AND SURVEY 
KANO, NIGERIA 
TRAIL 
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